
1.45 


2.68 


4.80 


7.30 


8.50 


.58 


1.16 


.58 


1.16 


A 


B 


.005 B 


.005 A 


.005 A 




.50 


1.00 


1.00 


.50 


C 


D 


.005 C 


.005 C 


.005 D 


269T3320 


ENGRAVE P/N, S/N, 


"MADE IN USA" 


R.172 


R.030 


(x2) 


TOLERANCES ON: 


1. BREAK ALL SHARP EDGES 


UNLESS OTHERWISE SPECIFIED 


DECIMALS 


.XXX 


.X 


.XX 


.010 


.1 


.03 



UNLESS OTHERWISE SPECIFIED 


DIMENSIONS ARE IN INCHES 


2A 




DESCRIPTION 


1 


QTY 
PART # 


SPLINE 


Pg. 


1 


SPECIFICATIONS OR 



MAT. 


4140 RND BAR G&P 


B/O INFORMATION 


QTY 


ASSY 


FINISH 


SPEC 


TREAT 


HEAT 


APPROVED 


DRAWN BY: 


USED ON MODEL 


269 
QTY 


ASSY 


# 


ASSY 


NOTES 


1. AMERICAN MACHINE & GEAR INFORMATION: 


21T; 16/32 DP; 30 PA; 4T SPAN = .652/.653 


FULL FILLET HOB; 1-3/4" FDS (FULL DEPTH SPLINE) 


NOT APPROVED FOR PRODUCTION 


TOLERANCES ON: 


1. BREAK ALL SHARP EDGES 


UNLESS OTHERWISE SPECIFIED 


DECIMALS 


.XXX 


.X 


.XX 


.005 


.1 


.01 



UNLESS OTHERWISE SPECIFIED 


DIMENSIONS ARE IN INCHES 




DESCRIPTION 
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SPECIFICATIONS OR 
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